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SUB J : HEALTH CONDITIONS IN ANKARA 

ANKARA FOR POST MEDICAL ADVISER 

DEPARTMENT FOR DG/MF.D 

REF: STATE 38864 

1. APRIL 1973 CHANGE TO ANKARA POST REPORT, PAGE THIRTY-FIVE, 

COMMUNITY HEALTH, PARAGRAPH TWO, NOTES THAT THE REGIONAL MEDICAL 
OFFICER RECOMMENDED A THOROUGH EVALUATION OF ANKARA AIR POLLUTION 
LONG-TERM EFFECTS ON YOUNG CHILDREN. 

2. KING EXTREMELY INTERESTED IN OBTAINING EVALUATION RESULTS SOONEST. 
NEUBERT 
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